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BRQTON  PARISH  CHURCH  POST  CARD 

Williamsburg.  Virginia 

The  present  church  v/as  erected  in   1710-1715  ^ 
lo  replace  an  earue:  charch.     In  its  aisles  and  ^. 
graveyard  are  tiie  graves  of  two  colonial  govern- 
ors, th.ee  secrelarios  oi  state,  and  many  other  ? 
prominent  persons  ol  the  colonial  period.  g 


